Approved F^r/Release 2003/05/14 : CIA-RDP79-01 5 ^ 8 ^ 00020007001 9-2 


Chief of Operations, OC 


OCE-M-74 ~ L f c l Cp 


Q ' nr%' 

%J V 


GOT W 


a 


Acting Chief, Communications Engineering 
Replacement Office Facsimile Equipment ' ■ - 

•i , ^ 

, 4 

.L Investigation has been . completed on the selection of . 
replacement message facsimile unit for the Office Telecopier- 
Network. A market survey was conducted and likely candidates 
were tested. to determine quality of operation. As a result of 
the survey and tests, two facsimile equipments have been 
selected for further TEMPEST testing. These are the Graphic- 
Sciences Model, dex 580 and the 3M Model VRC 603. 

2. A copy of the Staff Engineering Division engineering 
report is attached. * Testing was performed on four facsimile 
equipments. These were the Xerox Model 400, 3M Models VRC 600 
and VRC 603 and the Graphic Sciences Model dex 580. All of the 
machines were capable of interconnecting with the existing 
Telecopier Network, however, only the Graphic Sciences Model 
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and 3M Model VRC 603 were j.udged acceptable as replacements 
existing Xerox Telecopier Network. 


3. Accordingly, a Graphic Sciences Model dex 530 and a 3M 
Model VRC 603 are' being procured in order that Communications 
Security can perform TEMPEST tests. The results of their testing 
will be incorporated in the final selection of replacement 
fac similes. If there is littl# difference between the modifications 
developed by Communications Security then both models could be 
made available to the users baseH- 
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